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B»el Estate sad Constructieea Division 
Space Msiisteaaac® and facilities Branch 


allocation of Switch 


25X1 A 


i* Is requested that the ligit switch, located in Roc© 530, 

S" Street, he re-located to Roots 5^6 abere the Xi$it fixtures 
cont rolled hy the switch In Roots 5y> are actually looted. At present 
a proMeta i# created due to the fact that then a conference le n g 
held in Room 530 it i» saaethaeB Impossible, for security reasons, to 
enter the roc© then access to the switch is required. 


2* As ssi alternative to Use shove, 
mth pull-cords he Installed la Room 


request that light fixtures 
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Chief, JSteriel feaefe. 
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